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PAGE 01 STATE 170940 

11 

ORIGIN CU-04 

INFO OCT-01 AF-08 ISO-00 USIA-15 /028 R 

DRAFTED BY CU/AF:SHMURPHY:GP 
APPROVED BY CU/AE:JAANDEREGG 

090459 

R 092244Z JUL 76 
FM SECSTATE WASHDC 
TO AMEMBASSY LAGOS 
INFO AMCONSUL IBADAN 
AMCONSUL KADUNA 

UNCLAS STATE 170940 

E.O. 11652: N/A 

TAGS: OEXC, NI, (AFONJA, ADEMOLA A.) 

SUBJECT: FY- 1976 AFRICAN SENIOR RESEARCH AWARDS PROGRAM 

REEERENCE: LAGOS 7199 

1. CIES HAS CONEIRMED AFFILIATION FOR AFONJA AT MIT 
DEPARTMENT OF MATERIALS SCIENCE AND ENGINEERING TO WORK 
WITH NICHOLAS GRANT BEGINNING SEPTEMBER 1. IN DECEMBER 
1975 LETTER TO GRANT, AFONJA STATED HE HAS APPROXIMATELY 
DOLS 5,000 SABBATICAL SALARY SUPPORT AND WOULD LIKE TO 
REMAIN AT MIT SIX MONTHS. PROFESSOR GRANT WOULD BE 
PLEASED HAVE SCHOLAR STAY FOR SIX MONTH PERIOD AND IS 
WRITING DIRECTLY TO HIM RE PROPOSED ACADEMIC PROGRAM. 

2. PLEASE ADVISE SCHOLAR'S ACCEPTANCE AND CONFIRM HIS 
INCLUSIVE DATES OF AVAILABILITY. WOULD ALSO APPRECIATE 
CONFIRMATION SCHOLAR'S PLANS TO BRING DEPENDENTS. KISSINGER 
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Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 09 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE1 70940 

Document Source: CORE 

Document Unique ID: 00 

Drafter: SHMURPHY:GP 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760266-1203 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760772/aaaacles.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Review Authority: schwenja 
Review Comment: n/a 
Review Content Flags: 
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